OUR    LADY  OF  GRACE  MONASTERY 
North  Guilford,  Connecticut  06437 

Our  Lady  of  Grace  Monastery,  founded  in  1947, 
is  a  community  of  Dominican  contemplative 
women.  Tine  nuns  chant  the  Divine  Office  and 
maintain  perpetual  adoration  of  the  Blessed 
Sacrament. 
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